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This invention relates fo the class oî measuring 
and dispCsing devices, and more particuiarly to 
a device for dispensing folded sheet articles such 
as paper napkins, stamp hinges, paper towels, 
and the like. 
An object of this invention is fo provide a folded 
sheet dispenser that wfll readily dispense folded 
sheets in a highly sanitary manner. 
A further object of the invention is fo provide 
a dispenser for dispensing folded stamp hinges 
which are gummed on one side singly and sani- 
tarily. 
Ter another object of the invention is fo pro- 
vide a folded stamp hinge dispenser that will 
readily substitute another hinge for one previ- 
ous]y dispensed, so that the hinges may be simp]y, 
convenientiy and individually obtained. 
Stfll further objects of the invention reside in 
the provision of a starnp hinge dispenser that is 
strong, durable, high]y efficient in operation, 
simple in construction and design, capable of 
being readily and easily manufactured, fabricated 
from a variety of divergent materials, and which 
is quite inexpensive. 
These, together with the rations ancillary ob- 
jects of the invention which wfll become apparent 
as the following description proceeds, are attained 
by this folded sheet dispenser, a preferred em- 
bodiment of which has been illustrated in the 
accompanying drawings, by way of examp]e only, 
wherein: 
Figure 1 is a perspective view of a stamp hinge 
dispenser embodying the principles of the present 
invention; 
Figure 2 is a vertical sectional view as taken 
along the line 2--2 in Figure 3; 
Figure 3 is a vertical sectional view as taken 
a]ong the line 3--3 in Figure .; 
Figure 4 is a perspective view of the fo]ded sheet 
articles such as stamp hinges which are adapted 
fo be dispensed by the nove] dispensing device; 
and 
Figmre 5 is a perspective view of a combined 
stop and securing means forming one element of 
the present invention. 
With the continuing reference fo the accom- 
panying drawings wherein like reference nu- 
merals designate similar parts throughout the 
various views, reference numeral I0 generally 
designates an embodiment of the invention used 
as a dispenser îor stamp hinges. 
This device comprises a casing t2 having an 
open end t4. A guide block 5 is slidably 
mounted in bearing engagement with the top and 
bottom bearing walls 5 and 20 and the side walls 
22 and 24 of the casing. 
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The side walls 22 and 24 are each provided with 
a notch asindicated at 25 and 25. A looped 
elastic hand 3 is positioned in encompassing 
relationship around the block {5 and is secured 
5 against the side walls 2 and 25 of the casing {2 
by means of a combined securing and retaining 
member generally indicated af 52. 
The combined stop and securing member 3 
comprises a pair of substantially parallel legs $4 
10 and $ which are formed at their free ends with 
:pointed hook members 35 and 4{}, respectively,  
The legs 3.4 and 3 are connected by a centrally 
connected portion 2. The centzally connected 
portion 2 is positioned to extend across the open 
15 end  of the casing 2 so as fo partially close 
:the opening !. The hooks 3 and 40 press the 
elastic member 3 into the grooves 8 and 38, 
respectively and securely hold the lastic ruera- 
ber thereto. A plurali.ty of folded stnp hinges 
20 g or the like are positioned between the guide 
:-b]ock $ and the central portion  and are con- 
tinuously urged against the central portion 42 
by the etastic hand 3. Each of the folded sheets 
4 are folded twice as best shown in Figure 4 to 
5 form zigzag folds. Each of the folds comprise 
an outer flap 45 and a V-folded sheet 3. The 
.outer flap 4 of successive folded sheets is placed 
into the V-îolded portion of the sheet 4 next 
adjacent. Then the sheets folded and inter- 
30 fotded are placed into the container 2 with the 
manifold 4 of the foremost sheet extending 
through the opening in the open end of the cas- 
ing 2 above the retaining member 3. The 
sheets may now be successively withdrawn from 
3 the block since the withdrawal of the flrst sheet 
wfll frictionally contact between the members 48 
of the successive sheets to cause the fiap 4 of 
the successive sheet to more with the member 
4S of the drawn sheet and to project out of the 
40 casing 2, an operation which may De repeated 
until all the sheets bave been withdrawn. In 
order fo maintain the frictional contact between 
the outer flaps and V-shaped portions of the 
sheets, the elastic member 30 continuously urges 
the block  fo press against the sheets 44 so as 
fo continualty maintain them in the smaiiest 
possible compass fo increase friction thereof. 
Obviously, the dispensing device as shcw_ may 
be readi!y used for other paper or sheet articles 
than stamp hinge. In addition, the elements 
forming the invention may be ruade frein a num- 
ber of divergent materials such as plastics, p:f- 
erably those made from synthetic thermosetting 
resins, although meta!s such as aluminum and 
stainless steel can be readfly used. It is also 
possible fo make the b!ock  of wood and make 
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4 
prising a casing having an open end, a guide 
block slidable in said casing, an elastic band en- 
gaging said guide block urging said guide block 
toward said open end, said casing having opposed 
5 recesses adjacent said open end and combined 
stop and securing means partially closing said 
open end and securing said band against said 
casing, said combined stop and securing means 
comprising a resllient substantially U-shaped 
10 member having a pair of substantiatly parallel 
legs attached to a central connecting portion, 
said legs having hooks engaging the ends of said 
banal and holding said ends in said recesses. 
4. A dispensing side for folded sheets com- 
15 prising a casing having an open end, a guide block 
slidable in said casing, resilient means engaging 
said guide block urging said guide block toward 
said open end, and combined stop and securing 
means partially closing said open end and secur- 
20 ing said resflient means against said casing, said 
combined sto and securing means comprising a 
substantially u-shaped member having a pair of 
substantially parallel legs attached fo a central 
connecting portion, said legs engaging said cas- 
25 ing, said central portion extending across said 
open end, and hook means on said legs engaging 
matohing recesses in said casing, said resilient 
means comprising an elastic member positioned 
between the legs of said U-shaped member and 
the casing and engaged by said bock means with- 
30 in said recesses. 
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the casing 12 of pasteboard or similar material. 
tince from the foregoing the construction and 
advantages of this dispensing device are readfly 
apparent, further description is believed to be 
unnecessary. 
However, since numerous modifications wfll 
readily occur to those skilled in the art after a 
consideration of the foregoing specification and 
accompanying drawings, it is hot intended to 
limit the invention to the precise embodiment 
shown and described, but all suitable modifica- 
tions and equivalents may te resorted to which 
fall within the scope of the appended claires. 
Having described the invention, what is claimed 
as new Is: 
I. A dispensing device for folded sheets com- 
prising a casing having an open end, a guide block 
slidable in said casing, an elastic hand engaging 
sald guide block urging said guide block toward 
said open end, said casing having opposed re- 
cesses adjacent said open end and combined stop 
and securing means partially closing said open 
end and securing said hand in said recesses in 
said casing. 
2. A dispensing device for îolded sheets com- 
prising a casing having an open end, a guide 
block slidable ïn said casing, an elastic banal en- 
gaging said guide block urging said guide block 
toward said open end, said casing having oiiosid 
iicisses adjacent said open end and combinid 
stop .and securing means partially closing said 
open end and securing said banal against said 
casing, said cornbined stop and securing means 
comprising a resilient substantially u-shaped 
member having a pair of substantially iarallel 
legs attached fo a central connecting portion, 
said legs having hooks engaging the ends of said 
hand and holding said ends in said iecisses, said 
central portion extending across saïd open end. 
3. A dispensing device for folded sheets coin- 



